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to be water-tight and free from all defects. New sewers for old houses shall be 
deemed new work. 

Sec. 35. Sinks or wash trays. — No sinks or wash trays of wood shall be constructed, 
installed, or used except in hotel or restaurant kitchens or buildings used for indus- 
trial purposes: Provided, That when so constructed, installed, or used in hotel or 
restaurant kitchens or buildings used for industrial purposes, such sinks and wash 
trays shall be built of 2-inch sugar pine and as directed by the agent of the board 
of health. 

Sec. 36. Fixtures. — No open end of any waste pipe or water-closet shall be placed 
less than 2 feet above high tide, as established by the datum used in Government 
work. No woodwork of any description shall be placed around any fixture, except 
for capping frame. 

Sec. 37. Exposed plumbing. — All pipes and fixtures shall be left exposed to view 
as much as possible. 

Sec. 38. Exemptions. — The foregoing sections relating to plumbing shall only 
apply to such places as are thickly inhabited or where the means and facilities are 
reasonably accessible. 

Tenements and Lodging Houses— Location, Construction, and Sanitary Regu- 
lations. (Reg. Bd. of H., Feb. 11, 1915.) 

Sec. 39. Sanitary conduct and restrictions. — It shall not be lawful for any person to 
locate, build, construct, maintain, or keep a tenement house in any locality within 
the Territory of Hawaii in which two-thirds of the buildings located as a whole or 
in part within 500 feet of such tenement house are devoted or adapted to exclusive 
residence purposes: Provided, however, That this section shall not be applicable in any 
locality where the owners of a majority of the lots which are located as a whole or in 
part within 500 feet of such tenement house consent in writing to such location of 
such tenement house. 

Sec. 40. No person shall construct or erect, or cause to be constructed or erected, 
in the Territory any building or structure designed or intended to be used for a 
lodging or tenement house, or shall keep or maintain any lodging house or tenement 
house, within 500 feet of any premises upon which is maintained any public school, 
orphanage, reform or industrial school,, or upon which is maintained any sectarian 
or private school at which not less than 25 pupils are in attendance. 

Sec. 41. No room of any tenement shall afford less than 400 cubic feet of air to each 
person over 12 years of age, and 200 cubic feet of air for each child under 12 years of 
age, occupying the room. There shall be no cooking done on the porches. The floors 
of all outside water-closets and urinals, and 8 inches high on all walls of same, shall 
be of concrete. No wall paper shall be put on the walls of a tenement house, unless 
the former wall paper shall have been removed and the walls thoroughly cleaned, nor 
shall cloth lining be used on ceiling or walls. 

Sec. 42. Every tenement house and every part thereof shall be kept clean and free 
from any accumulation of dirt, filth, and garbage or other matter, in or on the same, 
or in the yards, courts, passages, areas, or alleys connected with or belonging to the 
same. The owner of every tenement house, or part thereof, shall thoroughly cleanse 
all the rooms, passages, stairs, floors, windows, doors, walls, ceilings, privies, water- 
closets, cesspools, drains, halls, cellars, roofs, and all other parts of the said tenement 
house, or parts thereof, or part of the house of which he is the owner, to the satisfaction 
of the board of health or its agents, and shall keep the said parts of the said tenement 
house in a cleanly condition at all times. 

Sec. 43. No owner, agent of owner, lessee, or person in charge of, or in control of, any 
tenement or lodging house, shall permit any person or persons to occupy any room of 
any tenement or lodging house, and no person or persons shall occupy any room of 



June 11, 1915 1790 

any tenement or lodging house, in which the air space afforded is less than 400 cubic 
feet of air to each person over 12 years of age, and 200 cubic feet of air for each child 
under 12 years of age, occupying the room. 

Sec. 44. Receptacles and garbage. — The owner of every tenement house shall provide 
and maintain therefor, suitable covered, water-tight metallic receptacles for ashes, 
rubbish, garbage, refuse, and other matter. No person shall place ashes, rnbbish, 
garbage, refuse, or other like matter, in the yards, open areas, or alleys connected 
with or appurtenant to any tenement house, except in such receptacle as described 
above. 

Sec 45. Every apartment or room containing a water-closet or urinal shall be 
properly ventilated by means of a window opening directly into the open air. 

Sec. 46. No horse, cow, calf, swine, sheep, goat, or chickens shall be kept in a tene- 
ment house, or on the same lot or premises thereof, and no tenement house or the lot 
or premises thereof shall be used for the storing or handling of old rags, bags, bottles, 
etc., nor for the storing or handling of vegetables designed for human consumption. 

Sec. 47. In any tenement house in which the owner thereof does not reside, there 
shall be a janitor, housekeeper, or other responsible person who shall reside in said 
house and have charge of the same, if the board of health or its agent shall so require. 

Sec. 48. In tenement houses, or lodging houses, no room in the basement or cellar 
shall be constructed, altered, converted into or occupied for living purposes. 

Sec 49. Whenever it shall be certified by an inspector or agent of the board of health 
that a tenement house, or lodging house, or any part thereof, is unfit for human habi- 
tation, or dangerous to life or health by reason of want of repair, or of defects in the 
drainage, plumbing, ventilation, or the construction of the same, or by reason of the 
existence of a nuisance likely to cause sickness among the occupants of said house, the 
board of health, after a hearing, may issue an order requiring all persons therein to vacate 
such house, or part thereof, within not less than 24 hours nor more than 10 days, for the 
reasons to be mentioned in said order. In case such order is not complied with within 
the time specified, the board of health may cause said tenement, or lodging house, or 
part thereof, to be vacated. The board of health whenever it is satisfied that the 
danger of said house, or part thereof, has ceased to exist, or that it is fit for human habi- 
tation, may remove said order, or may extend the time within which to comply with 
the same. 

Restaurants— Sanitary Regulation. (Reg. Bd. of H., Feb. 11, 1915.) 

Sec 50. The word "restaurant" as used in this code shall be held to include all 
hotels and eating houses of every description. 

All restaurants shall provide, in places where foodstuffs are kept, prepared, cooked, 
or served to customers, full protection from dust, dirt, flies, and vermin, by glass 
cases, wire screens, fans, and other modern and approved methods, and shall cause 
the abatement and destruction of vermin and flies wherever found. 

All restaurants shall be equipped with covered metallic cans for retaining and 
keeping their garbage and waste in a sanitary manner, which shall be kept in such 
place and manner as will preclude nuisances and contamination of the kitchen and 
such rooms from odors and from all possibilities therefrom. 

Restaurants, kitchens, and other rooms connected therewith shall be provided 
with ample facilities for washing and cleaning all eating and cooking utensils and 
with a proper supply of hot and cold water; and no eating or drinking utensil soiled 
by use shall be used in the serving of food or foodstuffs in any manner without first 
being properly cleaned. 

All restaurants and their kitchens must be kept clean and wholesome at all times, 
and precautions taken to prevent nuisances from the dissemination of odors and 
smells arising from the creating, keeping, or handling of garbage, and all odors, vapors, 



